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SUDIARY: The RADAN worked good en ali flights ‘during’ this period 
exoept whan flown st lov .ititude (below 500 feet). 


There were a total of IC Plishts in June, most of thove 
being teat hops, oa whicn she RADAN waa used, The equip- 
ment worked good cr all flirhis oxeept two which were at 


Low altitude, There were seven flights in July (5 being - vor 
test hops), RADAN worked crod on all flights (no low altie 
tude flam), 


One complete RADAN set was chip red back 20 july, for use 
. with the test program in the ZI, Do, . 


Another Magnetron srrived to give 6 total of five spare coo 
 Magnetrons L3059.° Three of the five eudsssemblies shipped Be 
back for repair: in Pebrusry arrived: 31 July. - Tt te hoped 
that the other: two (nudio amplifiers) WAIL follow.) pe 


the Low altitude problex gonttnues: o be the. main’ ditt ty 
' at this location, Several fixes tried: have failed to sign-: 
-Affeantly tmprove the eltuction, Several other ideas: will. 
‘be tried thie cemin: sonth, and soae. e help | and edvice 
wl ie also oxpreted. 
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- 6 delpA/l 097 = 45 min «RADA worked. ‘satiefeatory. 


29 dalyd/c 067 - Lh worked gond ee ce, 


than this could be achieved 


pees 


“athay. Peet, a 


4 = LL ke 90 min « “Sadat wort Uh Pile 'ot 
- lhe 4¢ ain ~low altitude, » “AR Low: parce 


ity ‘of 200. te 500 feet 


hy 30 ain « | worked. okay” 
Rime. at Low. altitauts. 
uin + worked good a ian ee ae 
win « worked geod z Soe 
ain - worked good pa ae 


fwo ATO assomhlies ani one Hain Loop vty. arrived at ae i 
end of July, Still eweitins delivery are the followings Rue 


ea hudie Amplifierv - Shipped back for repair in. n February. ° fo se 
; on LAK0l Power Supply Piliter Chee : oe 
2 8 14803 Power Supely Piiter Choke <r 
1 ea APO Agseably (new esvy.) to replace one hen was damnged 4 
beyond repair in Pebruory. | tae 


Although the RADAN equipment hag, been. in good ‘ahape. singe ‘ eee 
February, the parformance can not be considered. satisfactory 7 

until the equipszent can be made to. operate to‘ at. least. 200 - ee 
feet altitudes, and it would be better if ne a Aiwa: ‘altitude: 


t ‘Bantdivooa cee on the low altitude prob 
"Of dnoreasing the low altitude Peeccraes: ‘by'ab 
‘to thres: hundred feet. 
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